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Cine Accessories 
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Projector Stands 

The range of Stands for 16 mm. Sound Equipments feature 
+ Fully collapsible. 

3|c Rigid construction. 

+ No loose parts. 

Four models. 

“DE LUXE” Trolley Stand (as illustrated). 

“JUNIOR" Trolley Stand with two platforms. 
“STANDARD" Model with projector platform only and 
no castors. 

“LIGHTWEIGHT” Model. Tripod design for 8 mm. and 
slide projectors. 







Rear Projection Screens 



THE AMAZING 


Precision Film Joiners 


Auto Film Scraper 


This unique unit has been designed for use with our 
"De Luxe” Model Film Joiners. 


STANDARD MODEL 





The gentle push pull movement ensures simplicity in 
splicing plus a guarantee of perfect joins of maximum 

* 

A fully engineered Joiner for 
the professional and discern- 

* 

UNIVERSAL MODEL 

(16/9.5/8 mm.) 

strength and cleanliness. 

For the technically minded we show below the mechanism 
to this precision engineered equipment which allows for 
instantaneous micro readjustment. 

* 

ing user. 

Two models to give either a 
^ in. overlap join or a ^ in. 
mask line overlap join. 

* 

DIAGONAL 16 mm. 




For 16/9.5/8 mm. Spools and 
Tape Reels. 

Calibrated Index Strip. 
Cushion lining. 

Double lock key. 

10- Way— 400 ft. size. 

11 - Way— 200 ft. size. 
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Film 




Cabinet 




Designed for the permanent stor- 
age of 16 & 8 mm. spools of up to 
2,000 ft. size together with pro- 
jector spares and records. 






Film Racks 


Spools 










Film Racks 

ic MODELS for 16 mm. and 35 mm. SPOOLS 

★ INTERCHANGEABLE FILM CAPACITIES 

★ SPOOL INDEXING SYSTEM 

★ OPEN TYPE or CABINET MODELS 





Film Rewinders 


Editors 


sjc 2,000 ft. capacity. 

16/9.5/8 mm. Models. 

+ Baseboard or Table Clamps. 



CLAMP MODEL 



Waxers/Cleaners 

16/8 mm. Table Model Waxers 
and Cleaners. 








As illustrated with two geared ends for use with Viewers, 
Measurers etc. 


Rewinder comprising one 
geared and one auxiliary end; 
STANDARD MODEL 16/8 mm. 
UNIVERSAL MODEL 

16/9.5/8 mm. 


Measurers/ 

Synchronisers 

A full range of Measurers, Frame 
Counters and Synchronisers up to 
4-Way. 






UNIVERSAL MODEL EDITOR 16/9.5/8 mm. 
STANDARD MODEL EDITOR 16/8 mm. 


UNIVERSAL MODEL 


16 8 mm. 

Inspection 

Viewer 




Ideal for identifying film shots. 
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Track Readers 


Synchronisers 






“Hi-Brite” 

Rear Projection Screen 

^ For Cine, Slide or Filmstrip. 

^ Fully Portable on Castors. 

^ Fully Collapsible for Storage. 

* Big Picture 25" x 19". 

Side and Tilt Adjustment to Projector Platform for Screen alignment, 
and to counter floor unevenness. 



Distributed by 


Manufactured by 

ROBERT RIGBY LTD. 

Premier Works 
Northington Street 
Gray’s Inn Road 
London W.C.1 

Telephone HOLborn 2944-5 
Telegrams Precinemat London 


Printed in England 9/60 W.P. Ltd. 


